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CHANGE PROPOSAL = F&] 


STATINT 
STATINTL| NATURE OF PROPOSAL : 
a Cireuit! Breaker (M 500<10) with 154 Circuit Breaker (500-15) in 


Heater Circuit. See Service Bulletin 385, 


REASON FOR PROPOSAL : 


Replacement of Seal Heater by SB 307 requires larger Circuit Breaker to 
carry load, 


ESTIMATED COST AND TIME INVOLVED: « 
es ADDITIONAL FUNDING REQUIRED : = 

ESTIMATED COST FOR KITS OR PARTS: $800 each 
ADDITIONAL FUNDING REQUIRED: None (SP-1917) 


ITEMS AFFECTED BY PROPOSAL : . 


SAFETY MISSION PERFORM- | OPERATING INTER. WEIGHT OR MAINTE- sevice fl FLIGHT MAINTE- 
EFFEC- ANCE PROCEDURE | CHANGE. WEIGHT & SUPPORT NANCE LIFE MANUAL NANCE 
TIVENESS ABILITY BALANCE PROCEDURE MANUAL 


SOURCE OF PARTS FOR KIT 
LAC 


DISPOSITION OF SPARES AFFECTED 
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